To:  Ei-Zein,  Jason[el-zein.jason@epa.gov];  Moon,  Wally[Moon. Wally@epa.gov];  Liverman, 

Eari[Liverman. Eari@epa.gov];  Greenberg,  Marc[Greenberg. Marc@epa.gov];  Kodama, 

Doug[Kodama. Doug@epa.gov];  Mosher,  Eric[Mosher.Eric@epa.gov] 

Cc:  Hoppe,  Michael[Hoppe. Michael@epa.gov];  Mickunas,  Dave[Mickunas. Dave@epa.gov];  Way, 

Steven[way. steven@epa.gov];  Towie,  Michael[Towle. Michael@epa.gov] 

From:  Poweil,  Greg 

Sent:  Tue  8/11/2015  11:58:15  AM 

Subject:  FW:  lA  for  testing  at  Ohmsett 


Gentlemen: 

Nonresponsive 


I am  at  the  Gold  King  mine  response  in  Colorado  and  may  not  be  able  to  get  back  to  till  after 
hours. 

thanks 


From:  Liverman,  Earl 

Sent:  Monday,  August  10,  2015  5:11  PM 

To:  Meyer,  Paul 

Cc:  Powell,  Greg;  Fournier,  Tony;  Solis,  Ricardo;  Moon,  Wally;  El-Zein,  Jason 
Subject:  RE:  lA  for  testing  at  Ohmsett 


Hello  Paul, 


With  all  that  is  going  on  in  EPA  these  days  given  the  recent  incident  in  CO,  the  approaching  end 
of  the  fiscal  year,  and  other  day-to-day  matters,  it  is  likely  not  possible  to  get  everything  in-place 
this  week  or  next.  If  we  were  able  to  get  all  paperwork  in-place  by  mid-September,  would  that 
work  for  you?  If  yes,  what  would  be  your  schedule  for  performing  the  desired  project? 


Thanks. 


Earl  Liverman 


1786894 


ED  000552B  00069338-00001 


Federal  On-Scene  Coordinator 
USEPA  Coeur  d’Alene  Field  Office 
1910  Northwest  Boulevard,  Suite  208 
Coeur  d’Alene,  ID  83815 

O:  208.664.4858  C:  208.651.8709 


From:  Meyer,  Paul  fmailto:paul.mever@bsee.qov1 

Sent:  Monday,  August  10,  2015  2:03  PM 

To:  Liverman,  Earl 

Cc:  Powell,  Greg 

Subject:  lA  for  testing  at  Ohmsett 


Earl/Greg, 


Nonresponsive 


Best  Regards, 


Paul 


Paul  Meyer 

Ohmsett  Manager 

U.S.  Department  of  the  Interior 

Bureau  of  Safety  and  Environmental  Enforcement 


1786894 


ED  000552B  00069338-00002 


Oil  Spill  Preparedness  Division 


703-787-1573 

paul.mever@bsee.gov 


Our  office  has  moved. 
Effective  April  8,  please  use: 


Mail  Stop  VAE-OSPD 
45600  Woodland  Road 
Sterling  VA  20166 


1786894 


ED  000552B  00069338-00003 


